Ohio Bureau of Criminal Identification & Investigation 
INVESTIGATIVE REPORT (IR) 


On 8-18-00 the following list of radio frequencies was provided to BCI SA Dennis 
DiRienzo by Staley Technologies Inc.: 

I New Philadelphia Police Department 
Inner City 
Union Hospital 
Newcomerstown Village 
Cambridge, Akron 
Cleveland, Akron Hospital 
unknown 
Lern 

State of Ohio 
Weather 

Smith Ambulance 
Village of Cambridge 
Coshocton County 

New Philadelphia Police Department (old frequency) 
unknown 

These are frequencies that had BRINKLEY ELECTRONICS 

program into three two-way radios. The list was submitted to the exhibit portion of the 
case file. 
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